From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Wednesday, September 21, 2011 11:08 AM 
drobinson@ehs.umass.edu 

FW: Laboratory Health & safety Coordinator - DPH Drug laboratory 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, September 21, 2011 11:06 AM 

To: drobinson@chs.umass.edu 

Cc: Han, Linda (DPH); Caloggero, Dina (DPH) 

Subject: Laboratory Health & safety Coordinator - DPH Drug laboratory 
Dear Mr. Robinson, 

I am responding to your request to Dr. Linda Han for a DPH representative to serve as the Departmental 
Laboratory Safety Coordinator. Dr. Han is currently out of the country so I am responding on her 
behalf. James Hanchett will continue to serve as our representative to this board. His contact information 
remains unchanged from last year. 

If you have any further questions, please contact me at j u lianne.nassi f@state.ma.us or at the telephone 
number below. 

Julie Nassif 


Julia tme Nassif 


Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 


617.983.6651 (voice) 617.983.6662 (fax) 
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